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or भाग में भिन्न पष्ठ संरख्या दी जाती है जिससे कि यह अलग संकलन के रूप में रखा जा सके 


Sepurate paging is given to this part in order that it may be filed 

as a separate compilation . 


ELECTION COMMISSION OF INDIA 


NOTIFICATION 


Non Delhi, the 13th August 1974 


S . O 489 ( E ) -- In pursuance of rule 27 of the Presidential and Vice- Presidential 
Elections Rules, 1974, the Election Commission hereby appoints 27 August , 1974 
( Tuesday ) as the day on which and 6 00 P . M . of that day as the time at which the 
counting of votes for the Vire-Presidential election 1971 Fall Inice place in the 
oſlice of the Relurning Officer Room No. 02. First Floor of the Parliament House ) 
in New Delhi 
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भारत निर्वाचन आयोग 


अधिसूचना 


नई दिल्ली , 13 अगस्त , 1974 


का०मा० 489 ( 4 ).- ~ राष्ट्रपतीय और उप - राष्ट्रपतीय निर्वाचन नियम, 1974 के नियम 
27 के अनुसरण में ,निर्वाचन प्रायोग 27 अगस्त , 1974 ( मंगलवार) को ऐसे दिन के रूप में , जिस 
दिन और उस दिन के 6 . 00 बजे अपराह का समय उस समय के रूप में एतद्द्वारा नियत करता है , 
जिस समय पर , उप - राष्ट्रपतीय निर्वाचन , 1974 के मतों की गणना नई दिल्ली में रिटर्निंग आफिसर 
के कार्यालय ( संसद भवन के प्रथम खण्ड, कक्ष संख्या 62 ) में की जाएगी । 

[ सं० 480/ 74] 

प्रादेश से , 
ए० एन० मैन , सचिव । 


ERRATA 


In the Notifications Nos. 479 / 74 ( 6 ) I (English version ) and 479 / 74 ( 8 ) (Hindi 
version ) both dated the 16th July, 1974 published as S. O . 435( E ) on page 1433 and 

o 410 437 ( 2 ) on page 1440 respectively in Issue No. 309 of the Gazette 
of India Extraordinary, Part II - Section 3 - Sub- section (ii ) dated the 16th July , 
1974 the following errors are to be rectified as directed : 
1. On page 1433 , under column 1 of the table, avainst serial No. 9 in the 

third line, 
for the words " Vidhan Sabha " read the words " Vidhan Soudha " . 
2 . On page 1440 , under column 2 of the table, 

(i) against serial No. 2 after the word " समा insert the word " भवन 
( i) against serial No. 8. in the first line for the figure " 115 " Tead. the 

विधान सभा read 
figure " 118 " and in the second line for the words 


the words विधान साध । 
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